To:  Sam  Alaw[Alaw. Sam@epa.gov];  Nelson,  Thomas[Nelson. Thomas@epa.gov] 

Cc:  Hassan,  Danish[Hassan. Danish@epa.gov];  Ken  Ferguson[Ferguson. Ken@epa.gov] 

From:  Petersen,  Chris 

Sent:  Fri  8/14/2015  3:43:34  PM 

Subject:  Status  of  REOC  printer  CM6040f  - B22508 


Sam/Tom  - Can  we  get  this  printer  added  to  the  regional  contract  with  QHT? 


In  the  interim,  due  to  the  current  high  usage  for  the  Gold  King  Mine  response,  can  we  get  your 
approval  for  SF  to  procure  (via  purchase  card)  a set  of  toner  cartridges  and  drums  for  this 
printer? 


J.  Chris  Petersen 
Deputy  Associate  Director 
Response  and  Prevention  Branch 
US  EPA  Region  6 
1445  Ross  Ave,  Ste.  1200 
Dallas,  TX  75202 
214-665-3167  office 
214-665-7447  fax 
214-789-2535  cell 
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From:  Hassan,  Danish 

Sent:  Friday,  August  14,  2015  10:31  AM 

To:  Petersen,  Chris 

Cc:  Alaw,  Sam 

Subject:  Warranty  status  of  REOC  printer  CM6040f  - B22508 


Morning, 

I attached  the  warranty  details  for  the  printer.  HP  website  states  that  the  warranty  expired  in 
December  2011. 

Please  let  me  know  if  you  need  any  other  details. 


Thank  you, 

Danish  Hassan 

EPA  Region  6 Help  Desk  Coordinator 
Vistronix,  Inc. 

214.665.8109  (Hassan.Danish@epamail.epa.gov) 
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